Indufii rial TTAhinp Department 

TENDER NOTICE 


Nf>. H1/26 I 8/2008. J4lh Jam 2009. 

Principal, Government Dhanuvachapur am inviting Bidu ffif I Dels anti M&chincrips 

foe the trades of Production and Manufacturing Cluster under National Shopping Procedures „ 


SL 

No. 

r Eilc Xct. and Description 

„' nf liida 

Bid Amount 
(Rs.) 

1 

BI -158 5/ 20 09 —Hand Tool* 

33,960 

2 

BIG 586/2009—Measuring I nstrument 

2,33,300 

3 

BI-1587/2009—Prcitmatica and Hydraulic Equipments 

4,52,00(1 

4 

B1 -15 88 /200 9—M aeh i ne 'I'ools Cut ters 

40,000 

5 

B 1 - 3 589/2009—E lectrical Equipments 

1,71,300 ■ 

6 

B1 -1590/ 2009— S imple Ma cb i ne 

1,89,000 

7 

BM591 12 009—Cylindera {We 1 riing) 

86,000 

8 

B1 -1760/2009—-Software 

1,40,000 

9 

R t - 1592 1’2 00 5 *—t h m puts r I J < r ip h e rat 

2,86,000 

>0 

B1 -1593/20 033—Furniture 

64,000 


Last date and time of receiving Bid—90-7-2009, 3 p, m. 

Date and time of opening of Bids—30-7-2009, 4 p, m 
Delivery period—Within 35 days trf the date of Supply Order. 

Placer of delivery—I,T.l. Store, Dhatfuvachapuram. 

Details available in the Website www. it id vpm .com and ,Phone No. I 047 L 2232282. 
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SFEGiyiOATteiKS AKD QUANTITY 


J , Hujid Tools 

(1) Ordinary wooden mallet 500 gm—17 

(2) Angle Plate 200x100X200—3 

(3) Grinding wheel dresser (Diamond)— 1 

(4) Angle plate Adjustable 250 x 150 X175 mm IS I—1 

(5) Twist drill '3,mm to 13 mm (raising) by 1 mm) Par. Shank with ISI—2 

(0) Centre drill A! to A5— 2 

(7) Tap and die set M4 n> MJ2—I 

(8) Reamer t> mm to 13 mm by 1 mm—1 

(0) Twist drill 3 mm to 13 trim (raising by I mm) taper Shank with ISI—2 

(10) Scriber 150 mm Straight HCS j | 

(11) Drill chuck 0 to 20 taper shank j 

(12) Rivet set snap and dolly combined 3, 4 and 0 mm—4 

(13) Sheet hand groover 3, 4 and 5 mm—3 

(14) Pneumatic rivet gun —2 

(Is) Trammel with beam 2 Metres—1 

(16) Pop rivet gun with Accessories, 1mm to 5 mm —2 

2. Measuring Instruments 

(1) Micrometer outside 50-75 mm, LG; 0.01 mm—2 

(2) Micrometer depth gauge 0-150 mm, LC;0,01 mm—2 

(3) Vernier Height gauge 250 mm LG : 0.01 mm—3 

(4) Vernier Caliper 300 mm, LG : 0,02 mm direct reading dial—5 

(5) Vernier Bevel protractor Least count 5 mi mu Range : 300 mm—2 

(6) Dial gauge with stand 10 mm, LC-0.0J mm —2 

(7) Telescopic gauge 13 to 300 mm (0-1)—1 

(3) Micrometer outside 0-25mm, LC-0,01 mm —'1 

(y) 3 pin micrometer 10 to 25 mm, LC-fl.Ol mm (V-Anvil)—2 

(10) Slip gauge set metric-112 piece Base 1 —► l 

(11) Sine bar 200 mm with IS1—I 

(12) Dial test Indicator with magnetic stand type 1 grade with LG-0.01 mm 

magnetic stand—1 

(13) Lever type dial gauge 0.01 mm—2 

(14) Screw pitch gauge metric (0.5 to 7 mm) (18 leaves)—2 

(15) Radius gauge metric Jet 1 to 0 mm (34 pairs)—l 

(10) Feeler gauge O.On-1 mm (13 leaves)—4 

(17) Steel Rule 00 cm English and metric -fi 

(18) Steel tap 2 m—17 

3 . Pneumatic and Hydraulic 

(1) Air compressor stationery compression load 8 bar, suction capacity 200, 2 HP Fitted 
with 3 ph. Motor, Starter, Automatic pressure control switch displacement 8.3 Gu. 
Ft* pressure 0 fcg/cm*—1 

(2) Pnemat-ic Trainer fcic consisting of cylinders, different types of direction control valves, 
pressure Control valves, gauge with accessories for construction and application of 
different type of pneumatic circuits —2 

(3) Hydraulic trainer hit with power pack consisting of cylinders, different types of 
directional control, valves, pressure control valves and flow control valves with 
accessories for construction and application of different type of hydraulic circuits—2 

(4) Air compressor 4.0 kg.'em\ displacement of air 3.10 Cu. Ft., Motor 0.5 IIP with 
start* r and Automatic pressure control switch—1 
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4. Machine Tool Gutters 

Sitlr and face Milling cittern dia 150 x 12 mm, 27 mm bore HSS 10% Cobalt—2 

End Mill Cutter dia 5 to 20 mm (railing by 1 mm) I set HSS^l 

Side and face Milling cutter dia 100x10, 27 mm bore HSS— 2 

Side and face Milling cutler dia ISO Jo mm., 27 mm bore HSS—2 

Sitle and Face Milling cuticr dia [00 x 12 mm, 27 mm bore HSS—2 

5. Electrical Equipments 

DC power supply 0|o 110 V 5 amp with display—1 

Multimeter 0 to \ [00, 200, 500 Milli Amp 1000 —600V AC/DC—17 

Megger 1000V, IO0M -1 

GUO 20 MHi, Dn.iI-2 

Digital multi meter 0 to 1000 volt, 0-10 with five step*—2 
Transformer single phase 500 m A/250/I2V —14 
Electric drill Machine 6 mm universal type 250V—1 

Universal motor 750 watt AC/DG 250V_ 2 

CrIrttpi ng tool (Hydra ulic typc) -1 
Amo transformer VarriaC 230V—I 
Rhcostatc Assen ted values and ratings—-23 
End cutting Nipper insulated 5 cm— [ft 
Tong Tester—1 
Bus spanner sr t 4-15mm—1 
LF Oscilloscope with allrulionprobcs -I 
DC shunt motor 1 HP 250V (Laboratory typ. )—2 
ft, Simple Machines 

Pedes!al grfcidee with 1511mm wheel rough and stoOotK with starter (D, O- L.}, Eye shield, 
wheel guard and loot rest plate III P, (Jh.itch mourn ing Type), S phase—3 

Hand drilling machine 12mm (electric), 750 watts—1 

Arbour fly prels 1 ton tltmd operated 300mm, 0 ,5mm—1 

Power hack mw 7'Hydraulic with motor and starter, BL.de si?te 14*-—1 

Bench shear capacity upto 5mm Manually operated—I 

Li gilt general p rot able Forge —2 

Sprcy gun 500 rnl—L 

Guilholine sheer machine foot operated (Imi 18 gauge) capacity—1 
Circle cutting machine 300mm dia—1 
StLip roll Former 1 .6 x 1000—l 

Fly press/Bali pics* single body Mo, 4 Single Body— 1 
Hard press brcfiJic capacity 0.8mm -l 
Seaming mat hii>e—1 
'Fin smith bench folder COG x 1. 6mm—1 
7, Cylinder (Welding) 

Oxygen cylinder I 50 Kg/cm*—-2 
Acct y lene cy I i ntlr r 15K jf/cra*—2 
Argon cylinder 15GKg/ cm"— 2 
C02 cylinder 150 Kg/cm* -2 
Fume extra cions -2 

Pressure regulator oxygen double stage IS I standard—*2 
Pressure regulator acetylene double stage TSI standard—2 
Pressure regulatm GO i —£ 

Pr, ssure regulator Argon —2 

ft Software 

AutoCAD 2009 or latest licensed vc man with Heme—1 
Maaier CAM 0 Mill and lath: latest edition with license—4 
(;,\'C prrt program-aimubion software with CAD-CAM ‘acllity 
or Fkiiuc Still and lurn — 1 


Siemens SinUmciik 802D 
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9- Computer Peripherals 

0) Laser Printer (A4 size)—3 

(2) Dot Metrix Printer 180 column or A3 size —2 

(3) UPS 650 VA—-I 

(4) TV Camera Digital colour—1 

(5) 1 -5 r Ion caparijy Air (JotkU tioners — f> 

10 Furniture 

{U White board size (O'* 4')—3 

(2) Steel shelf with door and lock (size 6' x 1,5' x 1.5') (almirah)—2 

(3) Work table atyili wood for fitting vices (1500 x 1200 x 750mm)—t 
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Conditions 

When ISJ Ccj'tifiratioci marked goods are available in market, procurement should generally 
w Limited to goods with those or equivalent marking only, 

Gm-ernment of India has received a credit from the International Development Association 
<UJA) m various currencies equivalent to USS ... t ,, p ,.. 

towards the cost nt (ho Consumable [terns-World Bank Project aid intends 'to'* apply part 

° , ^ Proceeds ot this credit to eligible payments under the contract fur which this 
invitation for quotations is issued. 

Bid Price *, 

ihe contract si rail be for the full quantity as described above. Corrections it 
any, shall be marie by crossing out, initialing, dating and rewriting. 

AH duties, taxes and other levies payable on the raw materials and com non cuts 

shall be included in (he total price, p 

(c) Sales Tax in connection with the sale shall be shown separately. 

The rates quoted by the bidder shall be fired for the duration of the . contract 

and shall not be subjected to adjustment on any account, 

( c ) ^ he prices shall be quoted in Indian Rupees only. 

Bach Bidder shall submit only one quotation. 

Validity of Quotation—Quotation, shall remain valid for a. period not less than 15 days 

alter the deadline date specified for submission. 

Evaluation ot Quotations—The purchaser will evaluate and compare the quotations determined 
to be substantially responsive i.c, which— 

(a) are properly signed : and 

(b) conform to the terms and conditions and specifications. 

\he Quotations would bn evaluated separately for each item, Sales tax in connection 

with sale <■! goods shall not be taken into account h evaluation. 

Award oi contract—l 1 he purchaser will award the contract to the bidder whoso quotation 
has been determined to be substantially responsive and who has offered the lowest 

eva I i La ted qu o t at i on p rice . 

(1) Notwithstanding the above the purchaser reserve,; the right to accept or reject 

any quotations and to cancel the bidding process and reject all quotations ' at 

a.iy time prior to the award of contract. 

(2) fhe bidder whose bid is accepted will be notified of the award of contract 

by the purchaser prior iu expiration of the quotation validity period. The terms 

nt the accepted offer shall be incorporated in the purchase order. 

Payment shall be made immediately after delivery o r the goods ♦ 

Normal commercial warranty/guarantee shall be applicable to the supplied good*. 


Office of the Principal, 
lflj D hanuvac hapuram, 


(Sd.) 
Principal. 











